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@ Hall ICs 


Applications Functions Package 


AN48800A One way magnetic field operation, 


Switch/ Low-power consumption, High sensitivity CMOS Hall IC, Open drain MINIS 





sensor One way magnetic field operation, 


Apne Low-power consumption, High sensitivity CMOS Hall IC, CMOS inverter eMinioDe 

















@ Prescalers 


Output 


Applications Package Remarks 
Frequency Dividing Ratio) Output Format | No. | 








2.7 GHz high-speed prescaler | _ AN8523NS 1/64, 1/128, 1/256 SOP008-P-0225F Fixed freq. divider 


(Package Symbol) SOP = Small Outline Package 


Panasonic 61 


